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ACTION SCSE-00 

INFO OCT-01 ARA-10 ISO-OO L-03 SCA-01 /015 W 

022395 

R 051915Z AUG 76 
FM AMCONSUL MONTERREY 
TO SECSTATE WASHDC 2701 
INFO AMEMBASSY MEXICO 

UNCLAS MONTERREY 0704 

E.O. 1 1652: N/A 
TAGS: CPRS, MX 

SUB J : DETENTION OF U. S. REGISTERED AIRCRAFT 

1 . REGISTRY NUMBER: N 4715F 

2. SERIAL NUMBER: P206-0315 

3. MAKE: CESSNA 206B 

4. COLOR: BROWN AND WHITE 

5. PILOT: UNKNOWN 

6. OWNER: LESLIE KILPATRICK DBA TEXAS AVIATION, BEAUMONT, 

TEXAS. 

7. OTHER PARTIES CLAIMING AIRCRAFT; INTEREST IN AIRCRAFT 
EXPRESSED BY JAMES SATTERFIELD OF CORBELL INSURANCE 
COMPANY, HOUSTON, TELEPHONE 713-524-3181. 

8. DATE AND PLACE SEIZED: JULY 26, 1976, TLAHUALILO, DURANGO 

9. ENTITY WITH JURISDICTION: FEDERAL JUDICIAL POLICE, 

MONTERREY, NUEVO LEON. 

10. BASIS FOR DETENTION: AIRCRAFT FOUND ABANDONED AT 
CLANDESTINE AIRSTRIP. MARIJUANA SEEDS AND TRACES FOUND 
INSIDE AIRCRAFT. POLICE ASSUME THAT AIRCRAFT WAS USED IN 
MARIJUANA SMUGGLING OPERATION AND IS THEREFORE SUBJECT 
TO SEIZURE. 

11. LOCATION: TORREON, COAHUILA 

12. NAME ATTORNEY OF OWNER: UNKNOWN. 

13. AIRCRAFT APPEARS SUSCEPTIBLE TO RECOVERY UNDER CONVENTION 
SINCE OWNER TOLD US HE REPORTED AIRCRAFT STOLEN TO TEXAS 
AUTHORITIES ON JULY 26. HE ALSO STATED THAT OWNER'S LEASE 
AGREEMENT WITH DWAYNE GOOD SPECIFICALLY FORBIDS REMOVAL OF 
AIRCRAFT FROM CONTINENTAL U.S. WITHOUT OWNER S PERMISSION, 
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WHICH WAS NOT OBTAINED. 
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14. STATUS OF CASE: AIRCRAFT OWNER REPORTEDLY RENTED 
AIRCRAFT FOR THREE MONTH PERIOD TO DWAYNE GOOD, OF HOUSTON. 

GOOD HAS TOLD OWNER AND INSURANCE AGENT THAT AIRCRAFT WAS 
BROUGHT INTO MEXICO BY UNKNOWN PERSONS. GOOD CLAIMS TO 
HAVE COME TO MEXICO IN UNSUCCESSFUL ATTEMPT TO REPAIR 
DAMAGED LANDING GEARY AND RETURN AIRCRAFT TO U.S. OWNER AND 
INSURANCE AGENT SKEPTICAL OF GOOD'S STORY. INSURANCE AGENT 
TOLD BY CONOFF OF TERMS OF CONSULAR CONVENTION AND 
PROCEDURES TO RECOVER STOLEN AIRCRAFT. CONOFF WILL TRAVEL 
TO TORREON WEEK OF AUGUST TO EXAMINE AND PHOTOGRAPH 
AIRCRAFT. 

LAMBERT 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: AIRCRAFT DETENTION 
Control Number: n/a 
Copy: SINGLE 
Draft Date: 05 AUG 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976MONTER00704 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760302-1143 
From: MONTERREY 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9760881 /aaaactgv. tel 

Line Count: 73 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SCSE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 APR 2004 by ReddocGW>; APPROVED <14 DEC 2004 by SmithRJ> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DETENTION OF U. S. REGISTERED AIRCRAFT 
TAGS: CPRS, EAIR, MX, US, (KILPATRICK, LESLIE) 

To: STATE 
Type: TE 
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